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Acopian, too, covers ground 
quickly by shipping any of 
62,000 different AC to DC 
plug-in power supplies within 
3 days after we receive 
your order. 


Easton, Pennsylvania 


Fastest Artist Paints 
195,000 Square Feet of Canvas 


Antoine Wiertz painted an amazing 131 canvases, each 
measuring 50 feet wide by 30 feet high. This is believed 
to be the greatest area covered by any known artist. 



Easton, Pennsylvania 
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